From:  Eoc,  Epahq 

Sent:  Wed  8/1 2/201 5 1 :54:21  PM 

Subject:  EOC  Daily  Emergency  Management  Report  8/12/15 

EOC  Daily  Report  08  12  15.docx 


This  report  is  being  sent  as  a bcc  to  prevent  accidental  Reply  to  All  messages. 


UNCLASSIFIED//FOR  OFFICIAL  USE  ONLY 


EOC  Daily  Emergency  Management  Report 


Date:  08/12/2015 
Time:  10:00  EDT 
Report  Number:  155-15 

Alerts  & Warnings 

FEMA  National  Watch  Center  - Watch/Steady  State  (24/7) 
National  Terrorism  Advisory  System  (NTAS)  - No  Current  Alerts 
Continuity  of  Operations  (COOP)  COGCON  Level  4 
EPA  HQ  EOC  at  Level  3 (Steady  State/Routine  Ops) 
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Regional  REOCs  are  at  Level  3 (Steady  State/Routine  Ops) 


EPA  Headguarters  Activities 

ASPECT  (Airborne  Spectral  Photometric  Environmental  Collection  Technology)  System 
Location  and  Operational  Period:  Santa  Fe,  NM  (Gold  King  Mine  Spill)  //1 0 Aug  2015- 
17  Aug  2015. 


The  Portable  High  Throughput  Integrated  Laboratory  Identification  Systems 

(PHILIS)  Current  Status:  Both  PHILIS  Mobile  Laboratory  Assets  are  Fully  Operational 
and  Ready  for  Deployment.  System  Locations:  NJ  Warehouse:  2890  Woodbridge  Ave., 
Edison,  NY  08837  and  CO  Warehouse:  1230  Park  St.,  Castle  Rock,  CO  80109. 


Available  for  deployment:  ERT  TAGAs  (Edison,  Las  Vegas,  & RTP)  & Mobile 
Command  Posts  & HazMat  Truck  (Erlanger  & Las  Vegas);  and  ERT-Edison  Mobile  Lab 
2 (Mobile  Analytical  Lab).  Temporarily  out  of  commission:  ERT-Edison  Mobile  Lab  1 

is  out  for  maintenance. 


Significant  National  Weather 

Severe  Weather:  There  is  a Marginal  Risk  of  severe  thunderstorm  activity  today  across 
portions  of  northern  Wisconsin,  Minnesota  and  eastern  North  Dakota. 


Tornado  Weather:  There  is  less  than  a 2-percent  chance  of  tornado  activity  is  all  areas 
of  the  U.S.  today 


Critical  Fire  Weather:  This  is  no  Critical  Fire  Weather  forecast  for  today  throughout  the 
U.S.;  however,  there  is  an  elevated  risk  of  fire  activity  in  portions  of  east-central 
California  and  central  Nevada. 


Significant  River  Flooding:  There  is  significant  river  flooding  occurring  today  in 
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portions  of  north-central  Missouri  and  in  eastern  Iowa. 

Earthquake  Activity:  No  significant  earthquake  activity  to  report. 

Tropical  Weather:  Tropical  cyclone  activity  is  not  expected  during  the  next  48  hours. 

Report  ofjncident  Notifications 

Nothing  Significant  to  report. 

There  were  34  epaosc.org  websites  created  and/or  updated  during  this  reporting  period 

08/11/15-08/12/15. 


Exercises/Predeplo  vments 

Headquarters  Emergency  Operation  Center  (HEOC)  is  activated  to  support  Region  8, 
Abandoned  Mine  Release  into  Animas  River,  San  Juan  County,  CO 


Regional  Daily.  Ops  Status  Report 

Reported  activities  primarily  represent  NRC  notifications  with  some  State-level  and 
other  notifications  to  Regional  Phone  Duty  Officers. 


Reported  Activities  (08/11/2015  - 08/12/2015) 
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Note:  There  were  2 unclassified  events  in  the  Hotline  Log. 


Craig  S.  Beasley,  Watch  Officer 
U.S.  Environmental  Protection  Agency 
Headquarters  Emergency  Operations  Center 
1200  Pennsylvania  Ave 
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